ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT 
DATE 
OFFICER 1 
OFFICER 2 
SUPERVISO 
R 

1200 


1225/1250 


1300/1310 


1315/1325 


1325/1335 


1335/1350 


1405/1435 


1445/1515 


1630/1900 


FB-2A 

01-26-15 

F/S R. REYES #117 
S. SEWELL #111 
S. SEYLER 


ON DUTY; ALL EQUIPMENT ISSUED IN GOOD WORKING 
ORDER. 
ASSIGEND TO VEHICLE # 5. 


BUSINESS CONTACT: 1617 COSMO STREET; COSMO 
LOFTS. MET WITH MGR. RONDI BRYSON REGARDING 
NARCOTIC ISSUES IN THE EC CA ALLEY. MR. BRYSON 
THANKED US FOR COMING OUT AND DISCUSSING THE 
PROBLEM AND PROVIDING HIM WITH SOME 
SOLUTIONS. 


ADMINISTRATIVE DUTY: 1358 WILCOX AVE; 
HOLLYWOOD POLICE STATION. MET WITH DETECTIVES 
ATTEMPTING TO LOCATE A SUSPECT ARRESTED LAST 
WEEK AT THE HOLLYWOOD STATION LOBBY FOR 415. 
ADVISED THE SUSPECT WAS REFERRED TO THE PET 
TEAM AND HELD ON A 5150 HOLD FOR MENTAL 
EVALUATION. THE INFORMATION WAS GIVEN TO 
DIRECTOR SEYLER, BID. 


ADMINISTRATIVE DUTY: 6210 SUSNET BLVD; OUT-OF- 
THE CLOSET. DROPPED OFF A 2015 TRESPASS 
AUTHORIZATION FORM TO BE COMPLETED AND 
RETURNED TO BID. 


BACK-UP: 1617 COSMOS STREET; COSMO LOFTS. 
BACKED FB-5 ASSIGNED TO THE CALL OF A 415 MAN. 
SEE FBF-5 LOG FOPR DETAILS. 


BACK-UP: VINE STRRET/ LEXINGTON PLACE; TACO 
BELL. BACKED FB-5 ASSAIGNED TO A CALL OF A 415. 
SEE FB-5 LOG FOR DETAILS. 


BACK-UP; 6801 HOLLYWOOD BLVD; H/H MALL. 
RESPONDED TO A BACK-UP CALL OF MALL SECURITY 
AND BID INVOLVED IN AN ALTERCATION WHILE 
ATTEMPTING TO ARREST TWO SUSPECTS. SEE FB-1 LOG 
FOR DETAILS. 


CODE 7 
ADMINISTRATIVE DUTIES: BID OFFICE. COMPLETED 


WORKERS COMPENSATION FORMS ON BID OFFICER 
SHAMOYAN WHO WAS BITTEN BY THE SUSPECT AS HE 
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2000/2010 


2030 


AND HIS PARTNER CAME TO THE AID OF OTHER 
SECURITY OFFICERS. 

REYES MADE NOTIFICATIONS TO COVENTRY NURSE 
LINE FOR INJURY NOT REQUIRING MEDICAL 
TREATMENT. 


ALSO COMPLETED THE DAILY WORK SHEETS FOR 
TOMORROW AND LOG UPDATE. 


BUSINESS CHECK: 6801 HOLLYWOOD BLVD; H/H 
PARKING GARAGE. CHECKED THE PARKING GARAGE 
FOR THEFT AND BURGLARY FROM MOTOR VEHICLES. 
NO VIOLATIONS OBSERVED. 


END OF WATCH. ALL EQUIPMENT RETURNED IN GOOD 
WORKING ORDER. 
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